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io Aleksinac Coal Basin in Northeast Serbia. 


A RD 


Aleksinac: Two mines of hard coal. Mechanized. Flotetion 
equipment. Own electric power plant. Other 
equipment modern and in yood condition. Capacity 

159,000 tons. 


Rtanjs Three mines of herd coal, Nechenized. Zlectric 
power plant and modern equipment. Capacity 
250,000 tons. 


Zo Senjski Rudnik Coal Basin in Northeast Serbia. 


‘Senjeki Rudnik: Three wines cf hard coal, Mechanized with modern 
equipment. Flotation and coal~heavy loaders (sie: coal 
loading equipment ~ heavy?), Hlectric plant. Linked 
to the iain railway at Cuprija by a 76 centimeter 
railway. 


Ravna teka: Two :xines of hard coal, Mechanized with modern 
equipment, deceives power fron electric lant of the 
Senjeki udnik mine.. Linked to the Senjski Qudnik 

mine by a 76 centimeter railway. Current cepacity about 
500 ,COO tonse- 


Bare lesavas. Four uines of hard coal. Mechanized with modern 
equipment. iiecelves elocuric power from the Senjelcdi 
5 Qudnik mine and linked to it by a funicular railway 


about 12 Ilometers in length. Capacity about 200,000 tons. 


Popovae: Cne mine of hard coal. Mechanized with modern equipment, 
wLectrie power plant which also serves a neighboring 
cement factory. Linked by narrow gauze railroad. 
Capacity about 60,000 to 0,000 tons. 


Despobovac: Bukovae and Despotovac imines of bituminous coal, Semi=e 
mechanized. Coal is transported by truck to railroad 


station of see ELS a kilometers distant. Capeejiy about 
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25,000 tons. 


> Krajina Coal Basin. 


Debra Sreca hard coal mine. Mechanized with modern 
equipment. lectric power plant. Connected to the 
Nis-Prehovo Railway. Capacity about 60,000 to 60,000 tons. 


Srpski Balkan mine of hard coal. Mechanized with modern 
equipment. Slectric power plant. Linked to ts Nis- 
Frahovo rail line. Uacacity 60,000 to 80,C00 tons. 


Tresibaba-Pedvis hard coal mine. Mechanized. i#lectric 
power plant. Linked to the Nis-Pravho railrcad. Capacity 
approximately 40,000 to 60,000 tons. 


Cne hard coal mine. Mechanized. #leetrie power station. 


Linked to the Belgrad-Nis-Firot railway. Capacity about 
£0,000 tons. 


RADON FC EEE TN 


and Dubravica-Pozarevac. 


Koatclacs 


Lignite mine. Mechanized with good and modern equipment, 
mest of which was installed by the Germans during the 

war. Has an electric power plant. Coal is transported by 
barges. Supplies coal to the electric power plant at 
Belgrade and te the Borski Dudaik mines. Capacity about 
§,000 to 6,000 (sic) tons. 


Petrovac nc: Mlavi: lignite mine under develcpment. Mechanized. 


Viasko Polje: 


Lagarevac: 


Kolubras 


Electric power plant. Linked by rail to the Belgrad- 
Borski Rudnici line. Capacity about 15,000 to 25,C00 tons. 


Nada and Nemeniiuce lignite mines, Not .zechanized. Linked 
to the Belerade-Nis Railway. fapacity about 10,000 to 
15,000 tons. 


3» Kolubara Coal Basin, western Serbia. 


Four lignite mines. Vast deposits. Mechanized with modern 
equipment. Electric power plant. Loading and grading 
machinery. Linked to the Belzrade-Valjevo Railway by a 

76 centimeter track, Nearly all the production of this 
mine goes to the Makis electric power station which 
supplies Belgrade, cemun, Ruma, Sremska, Mitrovica and 
Sabac and many industrial plants in northwest Serbia and 
Vojvodina Srem. Capacity about 500,000 tons. 


Lignite mine partially mechanized. Connceeted to the 
Belgrade-Obrenovac Railway by a narrow gauge track. 
Capacity 5,000 to 15,000 tons. 
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So Yrdnile Coal. Basin in Serbia and Vojvodina-Srem. 

Trdnik: Hard coal mine. Mechanized and with loading machinery. : 
Linked by narrow gauge to the Belgrade-Zagreb Railway 
at Ruma, Capucity about 100,000 tons, 

7. delasnica Soal Basin in Zastern Serbia. 

Jelasnicas Hard coal mine well equipped with machinery. Elec*ric 
power plant. Connected with the Nis-Pirot Rellway at 
WNiska Banja. Capacity about 25,000 tons. 

&, Kosovske Mitrovica Coal Basin. 

Kosove.: Lignite mine. Mechanized and electric power «lant. 
Linked to the Belgrade-Skoplje Railway. Capacity 
about 15,000 to 25,000 tons. 

9o Pristina Coal. Basin in Northwest Macedonia. 


ie | One mine of hard coal. Linked to the Bslprade-Skopl je 
Railway. Capacity about, 25,000 tons. 


10. Kraljevo Coal, Basin in jastern Serbia. 
TIbarski Rudnici: Hard coal mine. Mechanized. Qvm electric station. 


Connected with the Belgrade-Skoplje Railway. Capacity 
about 40,000 tons, 


e 


> Banja Iuka Coal Field in Northeast Bosnia. 


Three snechanized mires, Flotation and loadin: equipment, 
Blectric power plant. Linked to the Zagreb-Banja Luka 
allroad. Capacity about 129,000 tons. 


12. Banovici Coal Field in Northeast Beenia. 


Vast deposits. The new Tito mine was opened in 1947 and 
is still being enlarged. Four pits have bean opened. 
Mechanized. Electric power station. Flotation and leading 
equipment. A special railway has been built from the mine 
to Breko on the Belgrade-Zagreb Railway. 


7? ARCS ALCE RAE AREAS BOE EP RCM SH 


Hard coal mine with mechanical equipment. Electric power. 
station. Docks for coal. barges on the Sava River and is 
Linked by narrow gauge railroad to Bijelina. 


li. Zenica, Vares, Majdan Coal Basin, 
Four hard coal mines in this area, with most of the coal 
going to the iron and steel mills of Zenica and Vares, All 
mines mechani ied with good equipment, Own clectris power 
stations. Linked by narrow gauss railroad to the Sarajevo~ 
Belctrade-Zagreb Railway, — 

15. Tuzla Majevic Coal Basin. 

Krekas Hard coal and lignite mine. Mechanized with modern equipment. 


Electric power station. Linked by funicular railway to the 
Tugla-Samac Railroad. 
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17 


18. 


19. 


20; 


23 


2h. Koprivnica. 


: Kiseljak. 
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Lignite mine Located at Strugovnjak. Toor equipment. 
Connected with the Koboj-Samac railway 


ee 


Hard coal mine. Mechanized and has own electric plant. 
Linked by funicular railway to docks on the Sava itiver 
and to the Tulza~Samac Railroad. 


Foca Coal Mine in Southeast Bosnia. 


Bugojno Coal Mine in Central 


Cazine 


Gracanica. 


Maglovare. 


seraaeTener 


Hard coal mine under develo,ment. sicetric ; ower plant. 
Linked by rail to the Sarajevo-Belgrade railway. 


Bosnia. 


Hard coal mine semi-mechanized. ilectric power plant. 
Linked by rail to the Jajce- Sarajevo Railway line. 


Lignite mine in Central-Zastern Bosnia. Semiemechanized. 
Blectric power plant. Linked to the tailway Line 
Pri jedor~Bos , Novi~Sunja-Zagreb 


3oal mine in Northeast Bosnia in process of development.’ 
Seni-mechanized. ilectric power plant, linked to the 
railway line Tuzla~Doboj-—Bos.Brod~Saiac. 


Goal mine in Central Bosnia. Mechanized with ood and 

modern installations. Flotation and loading equipment. 
Blectric power plant. Linked with Teslic-Doboj Raliway 
Line. 


Coal mine in Central Bosnia, seml~mechanized. dlectric 
power plant. 
centimeter track to the Sarajevo~Zenica~Bos.Brod Line. 


Lignite mine in dastern Bosnia in process of development o 
Linked with the docks on the Sava River. 


Two coal mines in Southeast Bosnia-Hercegovina. 
good, modern installations. Flotation and coal~heavy 
‘loading equipment (Sic: coal-loading equipment ~ heavy?) . 
Electric pewer plant. Linked by 0.76 (sic) centimeter 
track to the rail lines Mostar-Sarajevo-Bos.Brod, Mogtar- 
HMetkovic and Mostar=Dubrovnik-Zelenica. Supplies the 
installations of the Naval Bases at Trivat and éelenicas 


Coal mine in Nertheast Croatia. Mechanized. 
plant. Linked to the rail line Koprivnica-Zagreéb. 
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Linked with both standera gauge and 0.76 (sic) 


Mechanized, 


aleetric power 


25% 


27. 


28. 


29. 


30. 
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Stupnik. 


Kutina. 


Tvanec. 


ivanec. 


Sv. Petar. 


Sokolovac. 


varevdar . 


Vrzgin Most. 


Zazor jee 


Golubovac. 


Strmica. 
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Soal mine in central Croatia near Slavonsid Brod, in 
process of development. Mechanized, Electric power 
plant. Gonnected -ith the Slavonski Bred-Za-reb dailroad 
line. 


Liznite mine in No-th Central Croatia. Semi-mechanized. 
Linked to the Novika-Kutina~Za7zreb railway line. 


Lignite mine in Nertieast Croatia. Mechanized. #lectric 
power plant. {inked with rail line Vrazdin-Zotreb. 


Liznite mine di Northwest Croutia. Mechanized. Jleetric 
power plant. :dnixed by rail to Vrazdin-zazreb Line. 


Liznite mine in Northwest Croatia. Semi-mechanized. 
Electric power siation. Linked to the Varazdin-Krizevei- 
Zagreb Rail Line, 


Liznite aine in Nortnwes t Croatia. Semiemechanized. 
Linked to the Xoy-ivnica-Zagreb Rail Line. 


Lignite mine in iorthwest Croatia. Seni~mechanized, Linked 
to the Koprivnie:-Krizevei-dazreb Rail Line. 


Hard coal mine in Southwest Croatia. Mechanized. ilectric 


powsr plant. Itnked to the Karlovac-Fetrinja~Sisak Rail Line. 


Hard coal mine j1 Southwest Croatia. Semi-mechanised. 
lectric power ; lant; Linked to the OzulineK:rlovac Zagreb 
tail Line. 


Hard cecal mine jt North Central Croatia. Ucchaniaed vith 
mocern equipment, Jlectrie power plant. Lin:ed by rail 
to the Bjelovar-/rizevci-Zazred Rail Line. 


Hard coal mine i. Dalmatia, Semiemechanized. Linked to the 
Knin-Ogulin-Zozr b rail Line. 
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36. Klis. 
Lignite -vine in Dalmatia, 18 kiloreters from Split. 
Semi-mechanized. Linxed to the port of Split by the 
Sinj-Split rail line. 
37> Sve Nikolas 
Lignite mine in Northwest Croatia. Semi~mecl.anized. 
Linked to the Veradin-Zagreb Railway. 
28. Siverig. 
Two hard coal mines in Dalmatia, the Siveric and the 
Velusic mines, formerly known as the Monte Promina mines 
directed by an Italian company. Mechanized with modern 
equipment. Flotation and loading equipment. Electric 
power station. Furnishes coal to the port and ship lines 
operating from Split and Sebenico. Connected with the 
Spalato-Zazreb tallway. 
396 APSG. 
Coal mines in Istria. Mechanized. Formerly operated by 
an Italian company. EHlectric power plant. Ces] loaded 
directly on ships. Furnishes most of the coal used by the 
shipping companies of Fiume. 
1,0, Drbna. 
Coal mine in Northern Slovenia. Mechanized with modern 
eguipment. Linked to the Celje-Maribor rail line. 
41. Mursko Srediste. 
Coal mine near Medjumurje in Slevenia. Still under 
development. Installing mechanized equipment. Linked 
by rail to the Cakovec-lendava Rail Line. 
42, Tlirska Bistrica. 
Goal mine in Istria, Mechanizec.. Linked to the Fiume- 
Ljubljana railway. 
43. Velenje. 
Goal mine in Northwest Slovenia. Modern equi pment. 
Flotation and leading equipment. Linked to the Celje- 
Dravograd Rail Line. Furnishes coal to the lead mine 
of Mezice, 
bdo Trboveljska Premogokopna Draba Trbovije Coal Basin in Central Slovenia. 


This coal basin ineludes the mires of Trbovlje, Dol pri 
Hrastniku, Hrastnik, Dubovac, Sugaci, Sav. Mostu. These 
mines are mechanized and include flotation and loading 

equipment. 


\ 
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